Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 

Deck Cadet 
Radio Officer 

2nd Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Derbyshire ITI 


General Cargo - 14,827 d.w.t. 


Spring 1966 


(01/05/1966) 


Lightfoot A.F 
Clarkson R.J.E 
Willard C.J 
Edwards R.A.F 
Saunders N.E 
Morgan A.J.L 
Alcock D 
Greaves T.H 
Ashley E 

Carpenter 


Captain Mills M.C 
Chief Eng Officer Neve P 

2nd Eng Officer 

3rd Eng Officer 

4th Eng Officer 

5th Eng Officer 

6th Eng Officer 
Electrical Officer 


Farrington A 
King H.M 
Cawley D.E 
Lloyd J.T 
Green E.S 
Dobson B 


Moon G 


Autumn 1966 


(01/10/1966) 


Clarkson R.J.E 
Anderson K 
Edwards R.A.F 
Bredow J.H 
Saunders N.E 
Morgan A.J.L 
Alcock D 
Ashley E 

Carpenter 


Captain Butler M.J 
Chief Eng Officer Willoughby R.S 
2nd Eng Officer Hughes G.K 
3rd Eng Officer King H.M 
4th Eng Officer Blower J.W 
5th Eng Officer Edwards J.A 
6th Eng Officer Bentley A 
Electrical Officer Fieldsend L 


Farrell H 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Spring 1967 


(20/05/1967) 


Captain Butler M.J 
Chief Eng Officer Sweeney H.H 





Turner T.A 
Brooks M.A 
Norcross A 
Rogers P.S 
MacFarlane A 
Blaxland W 


Johnston J.M 
Harvey C.A 
Bowden R.B 


Routledge J.D 2nd Eng Officer 
Tiller C.R 3rd Eng Officer 
Fyans B.P 4th Eng Officer 
Pollitt T.J 5th Eng Officer 
Gooding J.E 6th Eng Officer 
Williams J.H Engineer Cadet 
Folley W.D Electrical Officer Price W.T 
Monaghan J 
Callon J 
Carpenter Langan D 
Autumn 1967 
(21/11/1967) 
Captain Mills M.C 

Chief Eng Officer Robertson A 
McLeod R.F 2nd Eng Officer Clark | 
Lee S.J 3rd Eng Officer 
McCall A.P 4th Eng Officer 
Howland P 5th Eng Officer 
Knights M.R 6th Eng Officer Fines | 
Heaviside J.D Electrical Officer 


Carpenter 


McHugh G 





Fieldsend L.B 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1968 


(22/06/1968) 


Captain Weir R 
Chief Eng Officer Pearson W.E 





Bath A.L 2nd Eng Officer King H.M 
Taylor R.| 3rd Eng Officer Godfrey A.P 
Hunter M.J 4th Eng Officer Ardern D.H 
Hodgson R.B 5th Eng Officer Hughes D.A 
Gooding J.E 6th Eng Officer Gibson F 
Owen R.J Electrical Officer Hedley W.R.H 
Ashley E 
Carpenter Blaze R.R 
Autumn 1968 
(01/12/1968) 
Captain Saunders P 
Chief Eng Officer Pearson W.E 
Clayton D.R 2nd Eng Officer Smith M.D 
Gow P.D 3rd Eng Officer Brook M.A 
Morgan A.J.L 4th Eng Officer Currid J.P 
Watson C.T 5th Eng Officer Sanderson J.E 
Browning A.A Ext 5th Eng Officer Nash B.E 
Corcoran J.A Electrical Officer Hurst D.W 
Glover G.F 
Cousins J.H 


Carpenter Davies A.J 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1969 


(30/06/1969) 


Egan J.F 
Hunter M.J 
Howland P 
Stepein R 
Tacey P 
Morris R.A 
Waller R.A 
Morrow J 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Storekeeper 


Captain Weir R 
Chief Eng Officer Collins R.H 

2nd Eng Officer King H.M 
3rd Eng Officer Ardern D.H 
4th Eng Officer Stanley P.F 
5th Eng Officer Somerville J 
6th Eng Officer Mottershead B 

Electrical Officer Wilson L 


Hibberd T 
Hassib A 
Ghosh N.R 
Mohammad N 





Winter 1969 


(25/12/1969) 


Hughes A.W 
McLeod K 
Bell R.W 
Watson C.T 
Buckley P 
Anderson P 
Slater J.A 
Cunnison A.J 
Wilkinson J.F 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Saunders P 
Chief Eng Officer Robertson A 
2nd Eng Officer Robinson A.J 
3rd Eng Officer Auckland B 
4th Eng Officer Nash B.E 
5th Eng Officer Carter R.L 
6th Eng Officer Penman J 
Electrical Officer Cull B.P 


Glynn K 
Azam M 
Ghosh N.R 
Bullah G 
Mohammad N 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Summer 1970 


(01/07/1970) 


Captain Gowsell K 
Chief Eng Officer Green H 





Lindsay W.P 
Craig C.G 
Douglas A 
Harris J 
Hickin A 
Ritchie R.S 


McConnell R.J 
MacFarlane A 
Frazer K.A 
Wane A 
Johnson D.T 
Hartley M 
Hague J.R 
Sutherland K 


Railton W.A 2nd Eng Officer 
Dove J 3rd Eng Officer 
Waldron P.A 4th Eng Officer 
Williams P.J 5th Eng Officer 
Farrimond M.J 6th Eng Officer 
Jones S.T Electrical Officer 
Smith D.J 
Reid M 
Miley D 
Carpenter Walker J.R 
Serang (Deck) Ali M 
Serang (Engine) Bhattacharjee M 
Cook Singh D 
Storekeeper Idris M 
Spring 1971 
(01/04/1971) 
Captain Butler M.J 
Chief Eng Officer Millington G 
Owen H.R 2nd Eng Officer 
Wilkinson J.K 3rd Eng Officer 
Morris R.A 4th Eng Officer 
Cooke A.J 5th Eng Officer 
Hill R.1 Jnr Eng Officer 
Waller R.A Engineer Cadet 
Maldonado A Engineer Cadet 
Electrical Officer 
Carpenter Tregidgo A.J 
Serang (Deck) Dey R.C 
Serang (Engine) Das R.C 
Cook Sardar B 
Storekeeper Hossain M 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 


Radio Officer 


Purser 


Summer 1971 


(01/08/1971) 


Captain Weir R 
Chief Eng Officer Collins R.H 





Ratcliffe R 
Strasden A.P 
Dixon W 
O'Donnell J.F 
Nicholson G.T 
Holt G 


Renney E.C 
Stevenson W.A 
Penny D.N 
Swan A 

Selby C.G 
Tetlow D.R 
Bishop C.F 
Jones R.D 


Scott H.A 2nd Eng Officer 
Gibson S.H 3rd Eng Officer 
Courtney B.T.E 4th Eng Officer 
Lowes A.D 5th Eng Officer 
Taylor R.W Jnr Eng Officer 
Ashcroft M.E Electrical Officer 
Williams P.G 
Cunnison A.J 
Bristow K.R 
Carpenter Tregidgo A.J 
Serang (Deck) Bose S.K 
Serang (Engine) MitraS 
Cook Singh P.N 
Storekeeper Nabi N 
Spring 1972 
(29/04/1972) 
Captain Mills M.C 
Chief Eng Officer Renney E.C 
Bath A.L 2nd Eng Officer 
Edwards R.A.F 3rd Eng Officer 
Nyunt M.T 4th Eng Officer 
Townend R.| Jnr Eng Officer 
Johnson L.H.M Jnr Eng Officer 
Gallagher D.A Engineer Cadet 
Slater J.A Engineer Cadet 
Beyer C.L Electrical Officer 
Capes J.T 
Carpenter Rolling W.J 
Serang (Deck) Bose S.K 
Serang (Engine) MitraS 
Cook Singh J 
Storekeeper Nabi N 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Radio Officer 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1972 


(01/10/1972) 


Wyatt R.H.W 
Folley W.D 
McLure S.A 
Blaase J.W 
Davy G.S 
Madell K.R 
Best J.W.R 
Greenland T.V.W 
Waller R.A 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Woodfield J.R 
Chief Eng Officer Stokes G.W 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 
2nd Elect Officer 


Tregidgo A.J 
Hossain A 
Das A.K 
Gomes M 
Mohd N 





Spring 1973 


(01/04/1973) 


Palmer R.G 

Weinman L.P 

Morris R.A 

Madell K.R 

Leighton T 

Blaasse J.W 

Stenton S.W.A 

Greenland T.V.W 
Carpenter 


Mcintyre P.A 
Stevenson W.A 
Dixon W 
Arrowsmith D 
Smith J.M 
Potter D.A 
Jones A.V 
Douglas A.| 


Captain Clayton D.R 
Chief Eng Officer Pearson W.E 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Roberts W.H 


Nash B.E 
Currie I.S 
Arrowsmith D.R 
Webster W.A.S 
Wild R.H 
Brennan S 
Bones M.T 
Rogers D 


Chief Officer 
2nd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Autumn 1973 


(07/10/1973) 


Captain HudsonA 
Chief Eng Officer Fawcus F 





Maddison R 2nd Eng Officer Jenkins F 
Greenhalgh A 3rd Eng Officer Powell R 
Jones P.D 4th Eng Officer Hartley M 
Leighton T Jnr Eng Officer Willoughby B 
Clark C.N Cadet Act Jnr Eng Officer Tetlow D.R 
O'Connor P.J Electrical Officer Buckley P 
Thomas G.B 
Carpenter Naughton A.E 
Winter 1973 
(19/02/1974) 
Captain Horn M.J 
Chief Eng Officer Collins R.H 
Gledhill S,H 2nd Eng Officer Clark J.D 
Nyunt M.T 3rd Eng Officer Steel W.J 
Baird |.H 4th Eng Officer Lamb S.G 
Langan D Jnr Eng Officer Locke H.G 
Hooper T.L Jnr Eng Officer Johnson A 
Goulbourne M.E Electrical Officer Fieldsend L 


Scarffe-Cody M 


2nd Elect Officer Walker P 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1974 


(18/09/1974) 


Captain Miller K.D 
Chief Eng Officer Griggs M.R 





Wyatt R.H.W 2nd Eng Officer Ratcliffe P.J 
Young R.M 3rd Eng Officer Unsworth E 
Johnson L.H.M 4th Eng Officer Parker W.E 
Slade C.J Ext 4th Eng Officer Pritchard S.L 
McLaughlin T.F Jnr Eng Officer Mallin J 
Rigg M.A Engineer Cadet Garbutt W.W 
Ellis M.W Engineer Cadet Oulton A 
Electrical Officer Kelly R.W 
Carpenter Tregidgo A.J 
Serang (Deck) Roy S.B 
Serang (Engine) Roy M 
Cook D'Gomes L 
Storekeeper Mohammad N 
Summer 1975 
(19/09/1975) 
Captain Gowsell K 
Chief Eng Officer Pearson W.E 
Railton W.A 2nd Eng Officer Burden J.S 
Set A 3rd Eng Officer Dixon W 
McCluskey D.W 4th Eng Officer O'Brien T.H 
Welsh A.P 5th Eng Officer Cretney A 
Taylor D.A Jnr Eng Officer Corcoran F.M 
Hooper T.L Electrical Officer Errington C 
Armishaw R.D 
Grey R.W 
Carpenter Hughes (ch) P 


Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Barman G.R 
Saha A.K 
Nuruzzamam S.k 
Idris M 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Winter 1975 


(16/02/1976) 


Captain Clayton D.R 
Chief Eng Officer Whitaker J 


Curtis L.F 
Howarth P 
Cretney A 
Hayes S.G 


Lamont J.D 
Pickup R.W 
O'Donnell T.P 


Taylor J.D 
Coulson G.A 


Roberts P.D 
Lewis D.S 


Wright L.M 2nd Eng Officer 
Kenyon P.R.H 3rd Eng Officer 
McCluskey D.W 4th Eng Officer 
Hooper T.L Jnr Eng Officer 
Rigg M.A Electrical Officer Evans S 
Gulliver S 
Carpenter Hughes (ch) P 
Serang (Deck) Hug K.M 
Serang (Engine) Dey S.C 
Cook Hughes (ck) P 
Storekeeper Ahmad M 
Winter 1977 
(15/03/1978) 
Captain Underhill G.V 
Chief Eng Officer Hansen F.G 
McClure S.A 2nd Eng Officer 
Tester P.N 3rd Eng Officer 
Grace J.J Ext 3rd Eng Officer 
Barling G Ext 3rd Eng Officer Slater M 
Maskell T.G 4th Eng Officer 
Ext 4th Eng Officer 
Engineer Cadet Taylor | 
Engineer Cadet 
Electrical Officer 
C.P.0 Hughes M 
Carpenter Taylor H.J 
Pumpman Kirkland D.J 
Cook Fleetwood T 


Storekeeper 


Bond R 





Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 

Radio Officer 

Purser 


Chief Officer 
1st Officer 
2nd Officer 
3rd Officer 
Radio Officer 
Purser 


Spring 1979 


(30/04/1979) 


Captain Marsh D.G 
Chief Eng Officer Hansen F.G 


Green F.R 
Currid J.P 
Barklie M.M 


Coltman L.T.M 
Hutchinson G 


Lewis D.S 
Nolan G.P 


Lamont J.D 


Malpass N.H 2nd Eng Officer 
Mortensen A.R 3rd Eng Officer 
Burnett A.D Ext 3rd Eng Officer 
Gunn J.S Ext 3rd Eng Officer Cotton A 
Glover G.F Ext 3rd Eng Officer 
Chadwick D.H 4th Eng Officer 
Jnr Eng Officer Wylde C 
Jnr Eng Officer Dick P.J 
Electrical Officer 
Trainee Elect Officer 
C.P.O0 Dick J.C 
Carpenter Blease T.V 
Pumpman Stoneman P.B 
Cook DaweH 
Storekeeper Bond R 
Autumn 1979 
(26/09/1979) 
Captain Underhill G.V 
Chief Eng Officer Godfrey A.P 
McClure S.A 2nd Eng Officer 


Farquhar D.C.S 
Brocklesby M.S 
Hind S 
Cunnison A.J 
Reed A 


3rd Eng Officer 

3rd Eng Officer 

4th Eng Officer 

4th Eng Officer 

Jnr Eng Officer 

Jnr Eng Officer 

Jnr Eng Officer 

Electrical Officer 
C.P.0 PyperG.A 
Cook Jones C.J 





Holt D 

Good N.P.D 
Bell H.G 
Ford M.F 
Condick R.C 
Ford S.J.F 
Taylor | 
Hallam D 


